GLOBAL VENDING 



TECHNICAL INFORMATION 



Model 


EM230 Type Nestle Vittel 


T.I. Number: 


EM230-05-001 


Serial Numbers Not Applicable 


Date 06.06.2005 


Subject 


Instructions for Configuring Columns 


ISSUED FOR 


ACTION 




INFORMATION 


X 



To adjust the column settings, the column 
must be removed from the machine, 
disconnecting the special connector and 
loosening nuts A (see Fig. 1) to release 
the sliding securing plates. 
The column width is adjusted with plates 
B (see Fig. 1). 

There are 6 of these plates on the module, 
3 on the front face and 3 on the rear face. 
It is necessary to remove the drive motor 
assembly to change the lower front plate. 
The plates are always fitted to the inner 
fixing position (see Fig. 2). 
Refer to the tables below for the plates 
required to convert the columns. 
When converting to a REF. 2 machine 
an upper blade has to be fitted to column 6 
and the column backplate (see Fig. 1) 
has to be repositioned as per existing 
75cl column. 

When converting to a REF. 3 machine, the upper blades on 
columns 4 & 5 have to be removed and the backplates 
repositioned as per existing columns. 
When reconfiguring columns check that the lower rotor blades 
are in the same positions as per existing columns of the 
same configuration. 

When the column has been reconfigured 
it can be refitted into the machine and should 
be tested fully. 



Column backplate. 
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Machine Layout References 



REF. 1 (STANDARD LAYOUT) 
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PARTS REQUIRED: 



6 X 985954 - Plate 'D'. 
1 X 987097 - Upper Blade. 



REF. 3 
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PARTS REQUIRED 

6 X 985952 - Plate 'B'. 
6 X 986486 - Plate 'Q'. 
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